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held in the Colonial Orange Court Hotel. Other 
officers elected were Mrs. Sam Ricker, first vice- 
president; Mrs. Frank Gray, second vice-presi- 
dent; Mrs. Claude Anderson, recording secre- 
tary; Mrs. Horace A. Day, corresponding secre- 
tary; Mrs. R. P. Henderson, treasurer, and Mrs. 
J. A. Pines, historian. Reports for the year were 
given by the retiring officers and members of 
standing committees and members who had at- 
tended the State Medical Meeting at St. Peters- 
burg told of the work of the groups throughout 
me are. PoLk CouNnTy 

Mrs. R. L. Cline was elected President of the 
Auxiliary at a business meeting held April 14, 
in the home of Mrs. S. F. Smith, following a 
dinner at Armstrong’s Grill. Other officers elect- 
ed were Mrs. C. H. Murphy of Bartow, vice- 
president ; Mrs. Joe M. Bosworth, secretary and 
treasurer; and Mrs. G. C. Overstreet, publicity 
chairman. Mrs. James R. Boulware, Jr., was 
appointed chairman of Hygeia; Mrs. John F. 
Wilson, chairman of the membership committee, 
with Mrs. W. F. Peacock of Bartow as assistant. 


ADVERTISERS’ NOTES 
LEAFLET ON PREVENTABLE DISEASES 

To direct immunization by the family physi- 
cians a special leaflet on preventable diseases and 
their immunization, has been prepared by The 
National Drug Company of Philadelphia. 

This leaflet contains brief and accurate state- 
ments on the methods of immunization carried 
out in protecting infants and young children 
against the dangerous and preventable diseases 
of early childhood. 

Since the greater prevalence of the diseases of 
childhood occur during the pre-school age it is 
advisable to begin active immunization at six 
months of age and give an active immunity or 
protection to the child. 

The order of immunization suggested is so 
arranged as to immunize first against those dis- 
eases responsible for the greater number of ill- 
nesses in infants and young children. 

The folder does not bear the name of the Na- 
tional Drug Company—nor is there any reference 
to any National Drug product in this leaflet. It is 
prepared for the physician to distribute to his 
patients; as many leaflets will be furnished to 


physicians as they may wish to distribute by writ- 
* ing to The National Drug Company, Philadel- 
phia, mentioning this journal. 


INDEX TO VOLUME XXIII 


Abstract Department—Briefs of Articles by 
Clark, S. A., Lakeland 
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Acute Cranio-Cerebral Injuries from the Neuro- 
Surgical Standpoint 
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Address of President 
Advertisers’ Index 
Advertisers’ Notes. .102, 152, 198, 298, 348, 406, 606, 
Ambulatory Treatment of Fractures of the Hip and 
Spine 
American College of Surgeons (See Meetings). 
Appendicitis, Acute, Statistical Study of 
Application for Space, Technical Exhibit 
Application of Psychiatry to School and Business... 
Arnold of Temple University to Give Lectures on 
Obstetrics 
Arthritis Treated with Sulphur 


Bierring to Give Lectures on Medicine 
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Blood Pressure, Some Observations on 
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Death Notices (see Obituaries). 
Defects in Medical Insurance (Radio Broadcast). . 
Dermatitis Venenata 
Diabetes Mellitus, Protamine Insulin in Hospital 
Management of 
Diagnosis and Treatment of Sterility ............. 277 
Diagnosis and Treatment of Trigeminal Neuralgia. 567 
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Economics, Medical, Introduction to (2) 
Broadcast) 
Editorials: 
Abstract Department 
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Are the Drugs you Prescribe Council-Passed?. . 
Birth Control Wins 
Cancer Control Work, Woman’s Field Army in 
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Compensation, Workmen’s, Industrial Council. 
Compulsory Health Insurance and Disease Con- 
trol 
Constitution and By-laws 
Delegates, House of 
Directory, American Medical 
Disease Control and Compulsory Health Insur- 
ance 
Doctor of Tomorrow, the 
Drugs you Prescribe, Are They Council- 
Passed? 
Fishbein, Morris, Our Honor Guest ........... 
Good Practice 
Guest of Honor, Dr. Morris Fishbein 
Health and Accident Insurance 
Health Insurance, Compulsory, and Disease 
Control 
Health, Maternal and Child 
Health Preservation Program 
Honor Guest, Dr. Morris Fishbein 
House of Delegates 
Industrial Council, Workmen’s Compensation. . 
Insurance, Compulsory Health, and Disease 
Control 
Intracranial Hemorrhages of the New-Born.... 
Maternal and Child Health 
Medical Directory, American 
Medical Postgraduate Course . .93, 336, 453, 537, 
Medical Postgraduate Institutes 
Meeting, Next Annual 
New and Non-official Remedies, 1936 
New-Born, Intracranial Hemorrhages of 
New Remedies 
Next Annual Meeting 
Our President 
Politics 
Postgraduate Medical Course. .93, 336, 453, 537, 591 
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Pre-Convention Meeting 
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Public Relations Committee 
Regimentation of Physicians 
Remedies, New 
St. Petersburg Meeting, the 
Southeastern Surgical Congress 
Southern Medical Association 
Teamwork 
Venereal Disease Control 
Venereal Disease Information 
Woman’s Field Army in Cancer Control Work $3 
Workmen’s Compensation, Industrial Council.. 92 
Education, Medical, Cost of (Radio Broadcast).... 13 














DOCTORS LAKE AND AYERS 


X-Ray and Clinical Laboratories 
Ww. F. Lake, M.D., Director Laboratory of X-Ray 


A. J. Ayers, M.D., Director Laboratory of Clinical 
Pathology 


Tissue examination, gross and micro- 
scopic, Blood Chemistry, Serology, Bac- 
teriological Examinations, Autogenous 
Vaccines and Metabolism. We are 
equipped to do all X-Ray and Labora- 
tory diagnoses, X-ray and radium ther- 
apy. Containers and information fur- 
nished upon request. Reports tele- 
graphed when desired. 


111 MEDICAL ARTS BUILDING. 


Long Distance Phone JA. 3937, 
ATLANTA, GA. 
Approved by the Council on Medica) Education 


and Hospitals of the American Medical 
Association. 














sete Behind 
MeERCUROCHROME 


(dibrom-oxymercuri-fluorescein-sodium) 
<> is a background of 
Precise manufacturing methods in- 
suring uniformity 
Controlled laboratory investigation 


Chemical and biological control of 
each lot produced 


Extensive clinical application 


Thirteen years’ acceptance by the 
Council of Pharmacy and Chem- 
istry of the American Medical 
Association 
A booklet summarizing the impor- 
tant reports on Mercurochrome and 


describing its various uses will be 
sent to physicians on request. | 


Hynson, Westcott & Dunning, Inc. 
abies BALTIMORE, MARYLAND “stewh. 
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Endometriosis 83 
England’s Health Insurance (Radio Broadcast).... 26 
Epidemic Cerebrospinal Meningitis ............... 583 
Epididymitis and Orchitis, Acute, Cautery in 127 
Epilepsy and Brain Surgery 631 
Erysipelas, Treatment by Ultraviolet Ray 427 
Experimental Studies on Dysmenorrhea 579 
Eye Diseases, Treatment by General Practitioner.. 228 
F 
Florida East Coast Medical Assn. (see Meetings). 
Florida Midland Medical Society (see Meetings). 
Florida Radiological Society (see Meetings). 
Fractures Near the Joints, Value of Skeletal Trac- 
tion 
Fractures of the Hip and Spine, Ambulatory Treat- 
ment of 
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574 


Greene to Present Neuropsychiatry Course........ 593 
Gulf Coast Clinical Society (see Meetings). 


H 
Headquarters, Convention 440 
Health Insurance (Radio Broadcast) 18 
Health Insurance and Cost of Medical Care (Radio 
Broadcast) 33 
Health Insurance in England (Radio Broadcast)... 26 
Health Insurance in Various Parts of the World 
(Radio Broadcast) 28 
Health, Maternal and Child 
Here and There: 
Charlatanism 344 
New Physicians Must Serve Bulgarian Rural 
Districts 344 
Hip and Spine, Ambulatory Treatment of Fractures 
574 


Idiopathic Thrombocytopenic Purpura Hemor- 
rhagica Treated by Splenectomy, Report of Case. . 

Index to Advertioements ..........ccccccscees 254, 

Index of Authors, Volume XXIII 

Index to Volume XXIII 

Industrial Commission of Florida and Its Chairman 

Injuries, Acute Cranio-Cerebral, from the Neuro- 
Surgical Standpoint 

Insulin, Protamine, in Hospital Management of 
Diabetes Mellitus 

Insurance, Health (Radio Broadcast) 

Insurance, Health, in England (Radio Broadcast) . . 

Insurance, Health, in Various Parts of the World 
(Radio Broadcast) 

Insurance, Malpractice 

Insurance, Medical, Defects in (Radio Broadcast). 31 

Insurance, Physicians’ Health and Accident....191, 234 

Insurance, Sick and Cost of Medical Care (Radio 
Broadcast) 

Introduction to Medical Economics (2) 
Broadcast) 


Layman’s Responsibility in the Control of Cancer 
(Radio Broadcast) 

Legal Shadows with Medical Days 

Letter to Society Secretaries 

Live Longer 

Lobar Pneumonia, Acute, Treatment of 

Lobectomy with Recovery, Report of Case......... 


Malpractice Insurance 

Management of Early and Advanced Obstruction to 
the Urinary Stream from Prostatic Enlargement.. 225 

Management of Peptic Ulcer 319 

Maternal and Child Health 

Maternal Morbidity and Mortality, Progress To- 
ward Lower 

Mechanics of Circulation (Radio Broadcast) 

Medical Care, Cost of, and Sick Insurance ( 
Broadcast) 








Miami Retreat, Inc. 


Established 1927 


For Invalids, Mental and Nervous Diseases, 
Alcohol and Drug Patients 


Rooms, Single and en Suite 


SEPARATE DEPARTMENTS 
Building Heated and Ventilated 


LOW MONTHLY RATES 


Resident 
NEURO-PSYCHIATRIST 


North Miami Avenue at 79th Street 
Miami, Florida 











COOK COUNTY GRADUATE SCHOOL 
OF MEDICINE 
(In affiliation with Cook County Hospital) 
Incorporated not for profit. 
ANNOUNCES CONTINUOUS COURSES 
MEDICINE—Informal course first of every week; In- 
tensive Personal Courses during August. 
SURGERY—General Course One, Two, Three and Six 
Months; Two Weeks Intensive Course Surgical Tech- 
nique (Operative Surgery with Practice); Clinical 
Course. Courses available every week. 
GYNECOLOGY — Four Weeks Intensive Personal 
Course starting August 2nd. Two Weeks Intensive 
Course starting September 20th and October 18th. 
FRACTURES AND TRAUMATIC SURGERY—Informal 
Practical Course; Ten-Day Intensive Course starting 
July 12th. 
OTOLARYNGOLOGY—Two Weeks Intensive Course 
starting October 4th. 
OPHTHALMOLOGY — Two Weeks Intensive Course 
starting October 18th. 
UROLOGY—General Course Two Months; Intensive 
Course Two Weeks; Special Courses. 
CYSTOSCOPY — Intensive Course every two weeks 
(attendance limited). 
General, Intensive and Special Courses in all branches 
of Medicine and Surgery starting every week. 
TEACHING FACULTY—ATTENDING STAFF OF 
COOK COUNTY HOSPITAL. 
Address: Registrar, 427 South Honore Street, 
Chicago, Illinois. 
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Medical Care, Plans for Payment of (Radio Broad- 
cast) 
Medical Days with Legal Shadows 
Medical Economics (2), Introduction to ( 
Broadcast) 
Medical Education, Cost of (Radio Broadcast).... 
Medical Examiners, State Board of (see Meetings). 
Medical Insurance, Defects in (Radio Broadcast) . . 
Medical Postgraduate Course 93, 336, 453, 537, 
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(Radio Broadcast) 
Medicine and Economics 
Medicine, Preventive, and the Practitioner 
Medicine, Progress of 
Meetings: 
American College of Surgeons’ Sectional Meet- 
ing 
Annual Meeting of Fla. Med. Assn........... 
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Neuralgia, Trigeminal, Diagnosis and Treatment. . 


. oO 
Obituaries and Death Notices: 
Beggs, John Miller, Chattahoochee 
Cason, John Robert, Delray Beach............ 
Colson, James Henry, Gainesville 
Ebert, William J., West Palm Beach 
Fernandez, Francisco Maria, Miami 
Fogarty, Joseph Norman, Daytona Beach 
Grantham, James Mullins, Tampa. ..454, 456, 
Hartman, Morris D., Homestead 
Hodges, Genous Sanders, Marianna 
Hodges, James Harrison, Gainesville 
Kemp, Austin J., Miami 
Saxton, Jesse J.. Tampa 
Simpson, James Knox, Jacksonville 
Strickland, Henry Mattox, Live Oak 
Wood, Samuel C., Leesburg 
Obstetrics and Pediatrics (Postgraduate Courses) .. 
Obstetrics, Commonsense 
Obstruction to Urinary Stream from Prostatic En- 
largement, Management of 
Orange County Society Picnic (See Meetings). 
Orchitis and Epididymitis, Acute, Cautery in 


Past Presidents 

Payment of Medical Care, Plans for (Radio Broad- 
cast) 

Pediatric Fallacies 

Pediatrics and Obstetrics (Postgraduate Courses) .. 

Pediatrics, Relationship of Radiology to 

Peptic Ulcer, Management of 
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Allen’s Invalid Home 
MILLEDGEVILLE, GA. 


Established 1890 
For the treatment of 
NERVOUS AND MENTAL DISEASES 
Grounds 600 Acres 
Buildings Brick Fireproof. 
Comfortable Convenient 
Site High and Healthful 


E. W. ALLEN, M. D., Department for Men 
H. D. ALLEN, M. D., Department for Women 


Terms Reasonable 


16,000 


ethical 
practitioners Since 1902 


carry more than 48,000 policies in these 
Associations whose membership is strictly 
limited to Physicians, Surgeons and Dentists. 
These Doctors save approximately 50% in 
the cost of their health and accident in- 
surance. 


$1,475,000 Assets 






































$200,000 Deposited 
with the State of Nebraska 


for the protection of our members residing 
in every State in the U.S.A. 


PHYSICIANS CASUALTY ASSOCIATION 
PHYSICIANS HEALTH ASSOCIATION 
400 First National Bank Building 
Omaha Nebraska 


Send for ap- 
plication for 
members hip 
in these 
purely pro- 
fessional 
Associations. 


Since 1912 











662 


Plans for Payment of Medical Care (Radio Broad- 
cast) 

Pleural E@usion, Bloody .....cc0scccsvccscceseccs 271 

Pneumonia, Acute Lobar, Treatment of 129 

Postal Indemnity Co., of Dallas, Tex............. 191 

Postgraduate Medical Course 93, 336, 453, 537, 591 

Postgraduate Medical Institutes 2, 335 

Practice, Contract (Radio Broadcast) 20 

Preconvention Meeting (see Meetings). 

President’s Address 491 

Presidents, Past 446 

Preventive Medicine and the Practitioner 377 

Proceedings, Sixty-fourth Annual Meeting of Fla. 
Med. Assn. 495 

Program, Annual Convention, Schedule of 381 

Program, Florida Pediatric Society 446 

Program, Florida Radiological Society 446 

Program, Florida Railway Surgeon’s Association... 445 

Program, Sixty-fourth Annual Meeting, Fla. Med. 
Assn. 

Program, Florida Society of Dermatology and 
Syphilology 

Program, Maternal and Child Health Work....... 

Program, Southeastern Surgical Congress (Florida 
Section) 

Program, Tuberculosis and Public Health Work... 

Progress of Medicine 

Progress Toward Lower Maternal Morbidity and 
coi scoriogici Sevier av eve gitie Siena ap MRSA EAS OI 

Prostatic Enlargement Obstructing Urinary Stream, 
Management of 

Protamine Insulin in Hospital Management of Dia- 
betes Mellitus 

Pruritus Without Primary Skin Lesions............ 

Psychiatry, Application to School and Business..... 

Pulmonary Tuberculosis, Collapse Therapy of 

Pulmonary Tuberculosis, Diagnosis in Pre-Clinical 
and Early Clinical Stages 

Pulmonary Tuberculosis, Surgery of 

Pulmonary Tuberculosis, Surgery in Treatment of. . 

Purpura Hemorrhagica, Idiopathic Thrombocytop- 
enic, Treated by Splenectomy, Report of Case.... 


441 


446 
243 


95 
462 
433 


Radio Broadcasts July number 

Radiological Society of Florida (see Meetings). 

Radiology to Pediatrics, Relationship of 

Registration ‘at Sixty-fourth Annual Meeting, Fla. 
RR ES SPE Oe rer ri ree 

Relationship of Radiology to Pediatrics 

Remarks on Urography and Cystoscopy 

Report of a Case of Lobectomy with Recovery 

Reports of District Councilors 

Representatives, State Legislative 

Role of Sinusitis in the Production of Cough 

Roster, Membership 


St. Petersburg, the Convention City 
Schaffer of Johns Hopkins to Give Pediatrics Course 
Schedule of Meetings, Component Societies 
59, 111, 157, 207, 305, 353, 411, 553, 609, 
Schedule of Program—Annual Convention 
Secretaries of Societies, a Letter to 
Senators, State 
Sick Insurance and Cost of Medical Care (Radio 
Broadcast) ... 
Sinusitis, its Role in the Production of Cough 
Skeletal Traction, Value of, Especially in Some 
Fractures Near the Joints 
Some Facts Concerning Communicable Disease 
Some “High-Lights” in Tuberculosis 
Some Observations on Blood Pressure 
Southeastern Surgical Congress, Fla. Section (see 
Meetings). 
_ Southern Medical Association (see Meetings) 
Southern Pediatric Seminar (see Meetings). 
Spine and Hip, Ambulatory Treatment of Fractures 
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Dr. Brawner’s Sanitarium 


SMYRNA, GEORGIA 
(Suburb of Atlanta) 


For Nervous and Mental Disorders, Drug and 
Alcohol Addictions. 
Approved diagnostic and therapeutic methods. 


Hydrotherapy, Electrotherapy, Massage, 
X-Ray and Laboratory. 

Special Department for General Invalids and 
Senile Cases at Monthly Rates. 


James N. Brawner, M.D., Medical Supt. 
Albert F. Brawner, M.D., Resident Supt. 
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HYGEIA 


The Health 
Magazine 
for Your 
Waiting Room | 
Table 
$3.00 a Year 


HYGEIA promotes confidence and understanding between | 
physician and public. It is your own representative, giving | 
in attractive printed form every month the health teaching 
you want your patients to have. | 





EXERCISE 
CHILD CARE 
BEAUTY TALKS 


DIET 
SANITATION 
RECREATION 








SPECIAL OFFER 


Six Months for $1.00! 


Pin a dollar bill to this ad and mail to | 


AMERICAN MEDICAL ASSOCIATION | 


535 N. Dearborn Street, CHICAGO 

















664 


Splenectomy in Treatment of Idiopathic Thrombocy- 
topenic Purpura Hemorrhagica 

State Board of Medical Examiners (see Meetings). 

State Medicine, Correction of Some Problems in.... 

State News Items.......... 44, 96, 142, 191, 234, 288, 

337, 396, 453, 538, 595, 

Statistical Study of Acute Appendicitis............ 

Sterility, Diagnosis and Treatment 

Sulphur, a Forgotten Remedy 

Surgery of Brain and Epilepsy 

Surgery of Pulmonary Tuberculosis 

Surgery in Treatment of Pulmonary Tuberculosis. . 

Synopsis and Critical Analysis of Sick Insurance 
and Cost of Medical Care (Radio Broadcast)... 

Syphilis, Control of, With Especial Emphasis on 
Adequate Treatment as a Control Measure 

Systolic Murmur, Its Interpretation 


ct i 
Technical Exhibit, Application for Space 
Traction, Skeletal, Value of, Especially in Some 
Fractures Near the Joints ..................- 
Transfusions, Blood, Comments on 
Treatment and Diagnosis of Trigeminal Neuralgia. 
Treatment of Acute Lobar Pneumonia 
Treatment of Erysipelas by Ultraviolet Ray 
Treatment of Eye Diseases by the General Practi- 
tioner 
Treatment of Fractures of the Hip and Spine, 
Ambulatory 
Treatment of Idiopathic Thrombocytopenic Purpura 
Hemorrhagica by Splenectomy 
Treatment of Pulmonary Tuberculosis, Surgery in. . 
Treatment of Sterility 
Treatment of Syphilis as a Control Measure 
Trichinosis 
Trigeminal Neuralgia, Diagnosis and Treatment of 
Tuberculosis and Public Health 
Tuberculosis, Pulmonary, Collapse Therapy of.... 
Tuberculosis, Pulmonary, Diagnosis in Pre-Clinical 
and Barly Clintcal Stages .....«.00000.00 Be tors 
Tuberculosis, Pulmonary, Surgery in Treatment of. 
Tuberculosis, Pulmonary, Surgery of 
Tuberculosis, Some “High-Lights” in 


Urinary Stream Obstruction from Prostatic Enlarge- 
ment, Management of 225 
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